


theatre= 
DEPARTMENT OF THEATRE 


PRESENTS 





WINTER SEASON 





DON JUAN COMES BACK FROM THE WAR 
by Odén von Horvath 


Translated by Christopher Hampton 


Directed by Joel Miller 


Co-set designers: Brenda Guildenstein 
William Reznicek 

Costume design: Pat Flood 

Lighting design: Gaetane Bertol 


April 18 to 21 at 8:00 P.M. 


April 22 at 2:00 P.M. 


D.B. CLARKE THEATRE, SIR GEORGE WILLIAMS CAMPUS 
1455 DE MAISONNEUVE ST., W., 


Tickets: $5.00 Regular; $3.00 Students & Seniors 
Sunday Matinee: $4.00 Regular; $2.00 Students & Seniors 
BOX OFFICE OPENS ON APRIL 16, FROM 4.00 P.M. to 8:00 P.M. 
FOR RESERVATIONS PLEASE CALL 848-4742, STARTING APRIL 10,1990 


CONCORDIA 
UNIVERSITY 


FACULTY OF FINE ARTS 









